tyn-in.-dia. x 19-in. 
threaded rod 

(two} 


5% in. to 
hofe center 


2x4 

seat boards 

Ittx3ttx47tein. 

(nine) 



1x4 
spacers 
Kx3Mx3tein. 
with Vis-in.-dsa. 
center hole 
(twelve) 


Counterbored hale 
# in. deep x 1 in. dia. 


Ug4x4xlBin. 

(four) 






































